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ODP 1447-77 
22 July 1977 


MEMORANDUM FORi 
FROM i 

SUBJECT ; 


Acting Deputy Director for Administration 

Clifford D. May, Jr. 

Director of Data Processing 

ODP Report for Week Ending 22 July 1977 


STAT NTL 


STAT NTL 


OC/ODP Joint Planning Group 

This group met this week to discuss terminal instal- 
lation and maintenance, and data transmission error detection 
requirements. OC also briefed ODP on the OC Planning 
Symposium held recently and the decisions on the future 
directions of OC that resulted* STATINTL 

NPIC Computer Upgrade Revalidation Study 

ODP and NPIC personnel met to discuss the system study 
for the proposed upgrade of the DPIC UNI VAC 1110 system. The 
study team prodncg|^n outline and tentative schedule for the 
system study. 

PRC Review of Agency 1979 Program 

The PRC made the following recommendations; add $5M to 
the CAMS budget; delete $1.4M from the ODP budget for the 
second IBM 370/168 or equivalent computer. At the request of 
Comptroller personnel, ODP prepared an impact statement on 
deferring fro m 1978 to 1980 the acquisition of the second 
IBM 370/168 . 

SAFE 


The evaluation of the three proposals received in response 
to the SAFE Design Competition RFP is continuing. The initial 
evaluation results will be presented to the SAFE Source 
Selection Board on 29 July 1977. The evaluation results will 
be presented independently by four evaluation teams; two Tech- 
nical and Management Evaluation Teams, the Communications 
Evaluation Team, and the Cost Evaluation Team. 
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IC s tI?J e S-IS a K i ?3 a # Wit ^ rs P resen tati ve 3 of alA, SEA, and 
f ,. , ^ taff f er ® **ald for development and review of the Staff 

f or n ^ app t0 ^ e n^?oi i3h ? Joint Program Management Office 
for the oAFE and ADISS Projects of the CIA and DIA. The 

results of this study will be presented to the uCI on 
17 August 1977. 

fpha , STATINTL 

ojpy ! tUdy Team which is conducting the ADI^ATINTL 

safe Commonality Study presented a — — — — *— -• 











































































